BALDOR REPLACEMENT MOTOR FOR PM-1236 LATHE 


Electrical box at back of PM-1236 
Location of these wires may vary 


Make the following connections: 


SINGLE PHASE Wire designation | Baldor wire 
on lathe number 
STD ROT OPP STD ar i 
8 5 5 8 
U2 4 
1 4 1 4 Z1 8 
LINE LINE = 5 


STD. ROT. IS CCW FACING END 
OPPOSITE SHAFT EXTENSION 
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